CHAP.   IV

DETERMINATION OF OXYGEN
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is then disconnected, the capillary d is immersed in
a beaker of distilled water, and by careful alternate
sucking and blowing at I the capillary is freed within

72.

and without from the last traces of the reagent. It
is then dried with filter paper, and the pipette is
ready for use.